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Joel Hurt Memorial Fountain is located in a O 
beautiful park in the heart of the city. The £ 
fountain is illuminated in colored lights after °. 
dark, and the complete color pattern changes < 
three times an hour. Hurt Building is shown 
in background. 
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139 — Joel Hurt Fountain and Hurt Bldg., Atlanta , Ga. 









